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TAGS: ASEC 

SUBJECT: COMPRESSED AIR ALARM CANISTERS 
NEW DELHI FOR RSO AND TSO, DACCA FOR PSO 
REF: NEW DELHI 3892 

PER REF TEL, FORTY-EIGHT COMPRESSED AIR ALARM CANISTERS 
FORWARDED TO DACCA. SY/T STOCK DEPLETED BY THIS SHIPMENT. 
SINCE CONTENTS UNDER PRESSURE, THESE CANISTERS HAD TO BE 
SHIPPED VIA SURFACE. SHIPPED MARCH 31, REGISTRATION 
NUMBERS 2780503 AND 504. INGERSOLL 



LIMITED OFFICIAL USE 



NNN 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: RowellEO 
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Disposition History: n/a 
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ISecure: 1 
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Review Comment: n/a 
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Review Event: 

Review Exemptions: n/a 
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